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Chief. Materiel Division. 

Proposal for Mobile Test V*fro Type 1 
Sgeipment 

Mtmrtwiiui for Sensors Systems Meisioa 
<ro» Chief, heteriel tllTlet on. det ett 
« January 

iur Mobile Test *a*on type I E«|ttip»ent 

cosA-oats-ee) 


»• «*£* K*S S Lr«S ,: «* -iSeieea 

I^thT^th |»/lt is esseatlsi “** * h?*l5i J* St 

S.U ^ley« £»**«} *E*«K ?L SrSSIt! 

@y!te» just prior to installing it i» til * 

« rh» attached proposal meets the retju IreifiBts 

t . rn. Sn^r»S o r.«* .ill else "* " *» *“^ ort 

icr this purpose coBsists of separate items of test 
."*»**■ #ad is "mobile** only in the sense that it co«l«* be 
# into a truth an4 hauled tc another location* 


it is recommended that only one mobile test 
mgo» he procured at this time. 
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Sensors hySteViS Division 
(Special Activities) 
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1 isstribution 


j If (4 February 
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«.**/■ w»> (e/o att) 
JD/TSCS/OSA (w/o att) 
D/FA/GSA <S/o att) 
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Ci>/€*§A (*/c att) 
»SI5/©SA (w/o att) 
Chrome (a/o att) 

(v/o att) 
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